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2x Photon 
PM008 
8W 12V 
Solar Panels 
in $«r>05 

O67A024V 
16W total 





SOLSUM 10 10F 
10A 12/24V 
Charge 
Controller 


bus 

bar 


"Watt's Up" 
Vdt/Amp Meter & 
Power Analyzer 
WU100 Version 2 



Off-Grid 

Demonstration 

System 


RCMWill RCI-400MS 
400W DC To AC 
Power Invertor 
with Power Protection 
and Alarming 


Cooper Bussmann 
6 ATC fuse panel 
with quKk-connect 
terminals 



Oor ma n/Conduct-Tito 
20 Amp blue glow 
rectangular jumbo 
rocker switches 



3x 12V 7Ah Sealed 
Lead Acid Rechargeable Batteries 
in parallel ~ 21Ah$>12V total 


http://AndersonAlternative.com 


12V OC 
LOADS 
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LOADS 
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Parallel Strings 

For reference only- Install 
per product docurrent3:ion. 
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ParkedlnParadise.com/electrical 



Terminal Rings 





Battery Terminal Connectors 




MC4 Connectors 


Fuse Holder 




















































NerdAcres SP1 (Solar Plant 1) Simplified Wiring 


Six 215Watt Evergreen ES-215 PV Panels 





PonoIo Ift 3 potoilol 

of > wuti i» mu«» to d»lmt • MU 
outpot of *7VDC I 14. • 


Charge Controller 
Manual Disconnect 


PV Array 
Povor In 


OutBack MX60 
Charge 
Controller 


in Series for 48Vdc/225Ahr Capac 


Invert 
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